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SECURITY INFORMATION 


COUNTRY Poland 


REPORT 


25X1 


SUBJECT Naw Electric Power Plant in Wrzeszcz DATE DISTR. 8 April 1953 


DATE OF INFO. 
PLACE ACQUIRED 


NO. OF PAGES 1 

REQUIREMENT NO. RD 
REFERENCES 


25X1 


This is UNEVALUATED Information 


THE SOURCE EVALUATIONS IN THIS REPORT ARE DEFINITIVE. 
THE AFFEAISAL OF CONTENT IS TENTATIVE. 

(FOE KEY SEE REVERSE; 


25X1 


A new electric power pleat has been constructed at Wrzeszcz in the tr iangl e formed 
by Ul. Kilinakiego and Hastawna and the Odynia-Gdansk (Danzig) railroad line. It 
ie alleged that this station supplies the Gdynia— Gdanek«®owy Port eleotrio railroad 
lines. The main hall of the power plant, whieh is 30 meters long and 12 meters 
wide, has already been completed. Work is now proceeding on the setting up of the 
engines and completion of the boiler house. 
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